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September 26, 1.955 


Tos Contracting Office: 
Subject: CONTRACT SP-1913 


In accordance with your lettcr dated 31 Mey 1955, we are svomitting 
herewith a schedule of aoecial flight test instrumentation acquived 
on the basis of authorit; granted thereunéer. 


It ig not entirely accurate to say that the special flight test inptru- 
mentation aequired uider the avthority cf paragraph @e of tie revereic 
letter does not duplicat: equirment proviéed by the Contrector in 
similar type procurements. It is of 2 kind which is used 3y Comtracsor 
om other procurements, and i+ is normal fer flight test instrumentation 
to be provided largely by the Contractor tut in part to be supplied 3: 
the Government. The term special flight test instrumentation reterr + 
to hereia does not mean thet the equipment is peculiar only to this 
Contract, The items er: "“spocial” in thie particular instance for a:couic- 
ing purposes, 1.e., for the nuthority te sequire and charge to this orojett 
inasmuch as they represent a duplication ef Contractor's owa flight sest 
instruments and equipment. Theo diplication is necessitated by the distance 
location of af var Contractor's main plant where his "ginera) 
use" flight test instruucnta:ioa aquizment is located and needed on iis 
local operations. 


It is anticipated thet the total special flight test instruaents and squis- 
ment to be acquired undex the authority of the referenced letter wil. no: 
exceed $20,000. The attached schodule represents items acquired and 
delivered to M0 dete in the total amount of 415,562.47. Ls 
is anticipated that the balance of $4,437.53 will be requirad at a biter 
date. This list will be suppicmeited as additions occur. 


Yours very trucy, 
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